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ME'3 CCWSTRPCTIOtl TECHNIQUE FGP 
riiXIUK PYBAi'.lP EWF.KGY 

Ey Dean and r.ary Hardy 

The Cheops Pyrar.id is an electromagnetic antenna deisigned to expand 
the human consciousness. The actual construction of the pyramid is one of 
the most crucial conpononts in Haxiiaizlng the generation of out- !it^n,.c or 
pyramid energy. 7!c have developed a process to increase the power of this 
antenna. In July of 1975 wo went to Kenneth Killick in Stittsville, P. 
Ontario, Canada. Ho designed for us a new proceee called the "capacitance 
film construction sethod." This method for building pyramids has never 
been used before in this time continuum. The pyramids that we build are 
constructed like a capacitor. Because of this unique construction, a large 
vortex is created within the pyramid. It is in this vortex that the two 
directions of light arc combined. Pyramid means, "light in the iliddle." 
These pyramids refoens light into its sub-atom particles of electrons and 
protons and combines the two directional spin of tbo atom into one big 
eleetromagaetlcally balanced vortex. It is in this vortex that the power 
of the pyramid exists. A. frame pyramid will aot generate the vortex. 

The backyard Cheops Pyramid, which wo have built, has a 21, foot so.uare 
concrete base, aligned in a magnetic north-south direction. The north- 
south directional alignment is not necessary when a vortex is generated. 
Entrance into the pyramid is made under the floor, by tunnel from the south, 
and up through the center of the floor in the pyramid. This method of ent¬ 
rance is used so that the continuity of the wall is not broken or in any 
way disturbs the vortex. 

Locating a proper site for building tbs pyramid ia more important than 
many people believe. A pyramid ia electromagnetic antenna designed to 
receive light; if there 1 b interference it won't pick up the sub-atomic 
light very Trail. Avoid electrial interference or denae aetals. Ideally f a 
pyramid should be placed over a • power point! 1 A power point le a spot, 
v/here there is an energy vortex which will enhance the pyramid eficcv. 
Perhaps it's like acupuncture points on the face of the earth. Doling 
techniques can be used to locate such points. 

The pyramid Is approximately 15 feet high and is built to the acalo of 
th« Cheops Pyramid, the Groat Pyramid of Giso. The pyramid is attached to 
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•. s rvr.trm* pad Uth st*«I lag holt*. l'hl* Is the only place whore steel 
cr ferrous Materials, s-.ay be ucei In the construction of the pyramid. AStt>\ 
bs pyramid in once completed, magnetic cx fsrrous materials should never bt- 
*ought into the r.yram'd above the ground (or base) leval, since they c«ul« 
distortion In the vn-rtes. However, tfc» vortex or pyranid energy,, win 
regenerate itself as soon as tha nr.rictic catarials aie removed. 

The sides of t'.is pyramid are constructed by what is referred to f3 the 
’capacitance film construction method, :t which conaints of layers of a^uainiun 
*nd paper, also called tho laminated method. You will note r r£> s the drawl nr 
that the laminated method of construction from the inside the pyramid to the 
outeide ia as follows: .“’iret, a frs’aa-work of wood, which in larger pyramids 
would normally be 2 x 4 * 0 , thon an inwulator, then a conductor, then an in. 
c ulatcr. In soma casec. Additional layere of conductor(s) and innulator(e) 
nay be desirable. 
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The Jniulatorr mot consist of sclid ruod (not plywood) and/or flbi T f 
sheeting, and/or styrofoam sheets, nud/o" fibs: glass impregnated with 
rssla. Tbs fiber glass 16 also sn excellent outside skin tor protset- 

against the ciaathcr. 














The conductor must bo of aluminum foil or any other nonferrouo con- 
duttlve film or wire ■jaesh screen. There must never be a break in the 
aoductor and there must never be any contact between alternate layers of 
i nduetore or insulators. In addition, all conductor layers should be- 
fia approximately 4-6 inches above the base of the pyramid. 

Use only aluminum nails, or any nonferrouo nails, in the construction 
of the pyramid; however, remember that there must be no breaks in the alum¬ 
ina foil or mesh and that there must be no electrial short between any two 
layers of materials, Each succeeding layer may be attached by glue or some 
type of nonconduetive mastic tape. 

In the center of tho pyramid lc an adjustable platform that can be ad¬ 
justed to tho different chakras. This way a person can focus tho central 
point of energy on any part of the body he or she wishes to heal or develop. 

We non have two nodals of pyramids that we have prints for. The larger 
backyard model prints soil for $20.00, a 15-page booklet of blueprints that 
^ tells you how to build this apecial pyramid. It can be adapted for any size 
of pyramid. The smaller pack-up-and-gc pyramid prints eell for $8.00 and 
sure in a 5 ~pago booklet. The pack-up-and-go pyramid is a strong antenna 
and it can be used inside. It will pack up to a storage size of 4 feet by 
S- feet and 6 Inches tall. 

The pack-up-and-go pyramid is designed for peoplo on tho move or people 
eho have limited space. The materials for this antenna can be purchased for 
about $ 40 . 00 . All of the materials can be purchased at the local lumber 
company. Do not use a water coluable glue to paste the layers together. 

Tou are constructing a capacitor and if the water does not dry botv/oen the 
layers you will lose the capacitance effect and a vortex will not be generated. 

What ue recomment to paste tho layers together ie a good foundation 
waterproofing solution of black tar, also called "Bear Shit." This also acts 
M a dielectric and forms a good layer of non-conductive material between 
the layers. It dries quickly and the five layers can be put together in one 
White gas is recommened to thin the tar down and to clean up the mess. 

Again, the pack-up-and-go pyramid is an electromagnetic antenna. If it 
A^okted near a T.V. or other electrical disturdance the vortex will be die- 
***•<*• No ferrous or magnetic clothing or jewelry can be worn in the pyr* 

Wo are dealing with light* One does not go to the beach in a winter 
oqp^vto got • suntan. The more one opposes his or her body to the light, the 
hotter the reception will be. 


Over 


v; t e iat»r«»tpd in researching energy generated by the pyraaid. 

,4 opc that aany people will build this large backyard pyronild so we can 
>u • research center and share our knowledge and exporiencws with each 
v r. ‘I# are dealing with a eub-atoalc energy that ban been need for years 
, «, .And %'M aiind. “fe believe the Choops was originally built ae a temple 

i initiation into the higher levels of consiousnesa. lith the help of this 
rol nan can discover the kingdom of God that is within himself. 

St thank the designer of this pyraaid, Kenneth Killtek. Cne must 
dej-staad the electromagnetic field of the aura to be- able to design this 
•tad Of antenna. Wo feel that there are few people who have this knowledge. 
iltj-^S the reason no have chosen this man to be our teacher and pyramid 
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Men end If you pieti to build a pyr«Did P pleaee send us a 
photograph of tho area and deocribe how deep the *ater table lo 
In the area you plan to build on# When a pyraaid like the 
Choepe ic built* it is important to know how far the water table 
13 below. Look at the diagram to understand what happens* "As 
above; so below.* The pyramid in c\ doorway to different lovele 
iCC^l of consciousness# It is the starting point to expand into 
the other or shrink into a molecule of Miter* 
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MAXlffflM P1!>AHID ENTtfCY 


By Ovio Hardy 


Tho ClMOpt pyvu ^A<3 1* a*. -uLBOi^a desi r oed to d^p^n4 lb* In nan conge tousnese. 
It la my belief that tht. a ♦. i ®1 roastruction of the pyramid It* one of the ©oar 
crucial cojflpocjen;* xo mxidcjng r:he *,ea*r«tlo: of sob-ttcaic or pyrnaltl energy 
♦./bar I ha?e done Sr i « p^occag to iocroesn tho power of this nnteana 

The pyramid, which I hav? b* It, has a 24 foot square turnerete base, alllgped 
In • K&goeclc north-south tLueetlim. Lntraoce Into the pyramid la nuidc under 
the floor, by run t*i from the -iourh, and up through the centti of i iii floor lr. 
tho pyramid. This cyathod of entrance 15 used bo hat the catmtltmity of ‘.he wall 
not broken or Ui any vay £l*u&rbe£. 

The pyramid it approKisnataiy 1* Cent high etui la burlr to the scale ot the 
Cheopa Pyramid, the Cr-^t ?y xdd o :i*a The pyramid is attached to the turn- 
Crete pad with Gt^al Loirs, i'hr* ‘a the only place where or ferrous 

oatcrUla, be -sad in rhe ’:oiu; truerton oi rue pyrenld. \fter she pyramid is* 
on q completed, irreup ^terltls should »ktot be brought Into rhe pyrrald aV>ve 
the ground {cr lu.-:i} lev&l. Thin also lD>*lud*8 itema of clothing and/ot Jewelry 

Ttu sidv^i of rhe pyramid a* com trusted by vhar Is referred ro *« the 
laotitusted icotho * 7m wil! rot^ LOB the dr^u^ng that he iaalnaced Method of 
cou*tzurtIon trim iv? inside ie pyramid to the oucat'ic Is eg follow.*; First. 

* ‘ 1 gne-work ot wotri id\ich •*» • gssi pyramid* would rMtslly be ?* 4 *a, :h*n an 

lnavlarcr, rheo a <:t *9 chic tv f then r IrsulMot lu sonx* ceaee, addi tinaal layer* 
cr rondurrnrfi.) fla«J inau) a. or(g) hr d*«4t r abJ *. 
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The insulators uiust con*tee of solid wood (not plywood) and/or fibrous 
sheeting, and/or styrofoam sheets, and/or fiber glaso impregnated with poly resin. 
The fiber glass is also an excellent outside skin for protection against the 
weather. 

The conductor wist be of paper backed alunimaa foil or any other nonferroue 
conductlvo film or wir<t mesh screen. There oust Dover be a break in the conductor 
and there must never be any contact between alternate layer s of conductors or 
insulator*. In addition, all conductor layers should begin approximately 4-6 
Inches above the base of the pyramid. 

Use only aluminum nails, or any aonferrous nails, in the construction of 
the pyramid; however, r«*<uewb»*r that there must be no breaks in the aluminum 
foil or meeh and that there ouet be no electrical short between any two layers 
of materials. Each succeeding lay*r may be attached by glnr or sow* type of 
non conduct lv« mastic tape. 

Locating a proper site is mor* Important than many people believe. A pyramid 
iu an antenna designed to receive light; If there Is interference it won’t pick up 
the sub -atomic light very well. Avoid electrical Interference or dense metals. 
Ideally, a pyramid should be placed over a ’power point 1’ A power point Is a 
spot where there is an energy vorte? which will enhance the pyramid effect. 

Perhaps it’s like acupuncture poinni on the face of the earth. Dovslng techniques 
can be used to locate such poxuCB. 

In the center of the pyramid la an adjustable platform that can be adjusted 
to the different chakras. This way a person can focus the centersl point of 
energy on any part of the body he wishes to heal or develop. 

I have printed up a 15 pagi* booklet of blueprints that tells you how to 
build this special pyramid. Ic can be adapted for any size of pyramid. 

I am also lnteroaced in researching this energy. What I hope is that many 
people will build this large backyard pyramid. Then we can fwfrnc a research 
center and share our knowledge end experiences with each other. What we are 
dealing with is a nub-atomic ennrgy that baa been used for years th expand the 
mind. 1 believe the Cheops was originally built as a temple of initiation 
into the higher lavela of couslounarms. With the help of this tool man can 
discover the kingdom of God that is within himself. 


